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Spain 

Reported Rejection of 
Cabinct Resignations 
25X1A DI A 


SUPPLEMENT TO 
25X1X REPORT NO. 


POM aAR 
A mass resignation of the Spanish Cabinct reportedly offered * by: iabte 
Iinister Jose Antonio GIRON de Velasco was rejected by General FRANCO 
at the Cabinet mecting of 23 February 1951. 


FRANCO said that he saw no need for the Govern- 
ment to change its policies. 


A similar statement said to have been made by FRANCO 
six years ago to one of his ministers was followed by a Cabinet shakcup 


within a few days. 
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